RG104 E-1 Box 148 





Tio | it vegineotske hp74 
a ae Vy) Me 455 Pesta, 





HENRY W. WILSON, Civil Engineer. 
CHARLES G. DARRACH, Civil & Hydraulic Engineer, 
HENRY A, MACOMB, Architect. 


JOS. M.WILSON, Civil Engineer & Archt iy Vi), “i 
FRED. G-THORN, Architect Dhiba aes Sal Oct. coth, 1887: 





Hone Daniel M. Fox, 
Supt., U. S. Minty 

Philadelphia. 
pear Sir? 

Mr. Codmen advises me that he can take [Indicator cards 
off the Fifty-horse power engine, after 4 o’clock in the after- 
noon, next week say on wednesday, if you can arrange to have the 
Mint running full capacity at that hour of the day, and if you 
will make an engagement With Mess. William Sellers & Co., Incor- 
porated, to be on hand when the cards are taken. If Wednesday 
will not suit, please find out what day will be convenient, 
omitting Tuesday, as on that day I cannot be present. 


Very respectfully, 


Olea L darrneey 
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[Abstract:] Says indicator cards can be taken off Fifty-horse power engine after 4 o’clock... 


Wilson Brothers & Co. 

Civil Engineers and Architects, 
Philadelphia, Pa. 

October 28, 1887 


Hon. Daniel M. Fox, 
Supt., U.S. Mint, 
Philadelphia. 


Dear Sir: 


Mr. Godman advises me that he can take Indicator cards off the Fifty-horse power 
engine, after 4 o’clock in the afternoon, next week say on Wednesday, if you can arrange to have 
the Mint running full capacity at that hour of the day, and if you will make an engagement with 
Mess. William Sellers & Co., Incorporated, to be on hand when the cards are taken. If 
Wednesday will not suit, please find out what day will be convenient, omitting Tuesday, as on 
that day I cannot be present. 


Very respectfully, 
Chas. G. Darrall 


